UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0FFICL4L WARNING 
VIOLATION OF FEDERAL REGULATIONS 
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CASE NUMBER: 

TX150067 


VIOLATOR: 

Flicka Corp. 

License # 33462 

Customer # 74-C-0777 


ADDRESS (Street, City, State , Z/P Code): 

12726 Dovetail 
San Antonio, TX 78253 


The U.S. Department of Agriculture has evidence that on or about February 13, 2013, May 1, 2014, June 26, 2014, 
August 21, 2014, and August 28, 2014, you or your organization committed violations of the following sections of 
the Code of Federal Regulations, Title 9: 


2.40(b)(2) Attending Veterinarian and Adequate Veterinary Care....establish and maintain programs of 
veterinarian care that use appropriate methods to prevent, control, diagnose, and treat diseases and injuries 
(DIRECT) 

You failed to provide veterinary care on: 

- February 13, 2013 a white goat was observed with her left eye closed and a discharge from the eye. 

- June 26, 2014 several llamas were extremely thin. 

- August 21, 2014 a male guinea pig was identified with an open wound on the right hindquarter. (Direct) 


3.27 (b) Facilities, outdoor. Guinea pigs shall not be housed in outdoor facilities unless such facilities are located in 
an appropriate climate and prior approval for such outdoor housing is obtained from the Deputy Administrator. 

You failed to gain prior approval by the Deputy Administrator to house three guinea pigs outdoors. 


3.125 (a) Facilities, general. Structural strength. The facility must be constructed of such material and of such 
strength as appropriate for the animals involved. The housing facilities shall be structurally sound and shall be 
maintained in good repair to protect the animals from injury. 

You failed to maintain the facility in good repair to protect animals from injury: 

- June 26, 2014 a chain link fence was laying on the ground in the goat/llama pen. 

- May 1, 2014 hay string and old tarp were on the ground in the goat/ alpacas pen. Loose boards were observed in 
areas with animals. 

- February 13, 2013 a section of sheet metal with sharp edges was in the pot-bellied pig enclosure. Old hay 
string from round bales was on the ground in the goat pasture. 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and help 
prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and costly impacts that 
are detrimental to the public interest, APHIS is providing you with an Official Warning for the violation(s) described above. Any 
further violation of these federal regulations may result in the assessment of a civil penalty, criminal prosecution, or other sanctions. 

If you have any questions concerning this Official Warning or violation(s), please contact the APHIS official listed in this notice. 
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